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PreiylOTi 

Rounding errors appear in the standard deviation output in the Oii Square 
Analysis program. 


Solution 

The problem is corrected by following the steps listed below. 

1. QjDAD the Chi Square Analysis Tape. 

2. Make the following corrections; 

CHANGES (Retype the line or refer to the Edit section of the owners manual) 
Old Line: 280 PORI=1TONR;K)RJ=1TDNC:CS=CS+(0(I,J)-E(I,J)-CC)"2/E(I,J) 

New Line: 280 PDRI=lTDNR;P0RJ=llDNC;CS=<S+(ABS(O(I,J)-E(I,J))-CX:)"2/E(I,J) 

3. Type CSAVE"A" to save the changes in the program. 

***NDTE***: 

On the Model III, the esqponentiation operator """ is made by typing the 
vp-arrow but it will arpear on the screen as a left bracket. 





















